Facility Name 

Permittee 

Permit No. 

Address 1 

City 

State 

Zip 

Region 

CWT? 

Active? 

Accepting 
Conventional 
O&G WW? 

Accepting 
Unconventional 
O&G WW? 

Comments 

NPDES 

Permit 

FLUID RECOVERY SERVICE FRANKLIN FACILITY 

FLUID RECOVERY SERVICES LLC 

PA0101508 

5148 RT. 322 

FRANKLIN 

PA 

16323 

NWRO 

Yes 

Yes 

Yes 

No 



WASTE TREATMENT CORPORATION 

WASTE TREATMENT CORPORATION 

PA0102784 

341 WEST HARMAR STREET 

WARREN 

PA 

16365 

NWRO 

Yes 

No 



Not currently discharging. Ceased discharge around the end of November 
2016 with no plans to resume discharging at the present time. 


BIG SANDY PROJ 5 TIMBERLINE TREATMENT FACILITY 

BIG SANDY OIL CO 

PA0222011 

PO BOX 269 

CRANBERRY 

TOWNSHIP 

PA 

16323- 

0269 

NWRO 

No 

No 



Not operating. NPDES permit has expired. Owner to send letter requesting 
official "termination" of permits. 


GILLILAND LYONS TREATMENT FACILITY 

REYNOLDSVILLE/MIECLAOTH IEFFERSON 

PA0272787 

865 PROSPECT ROAD 

EVANS CITY 

PA 

16033 

NWRO 

No 

No 



Built but not operating. Permitted as a Stripper Well Facility. 


REYNOLDSVILLE SEWAGE TREATMENT PLANT 

CNTY 

PA0028207 

149 S 5TH ST 

REYNOLDSVILLE 

PA 

15851 

NWRO 

No 

Yes 

Yes 

No 



RIDGWAY BOROUGH SEWAGE TREATMENT PLANT 

RIDGWAY BORO ELK CNTY 

PA0023213 

ROUTE 949 

RIDGWAY 

PA 

15853 

NWRO 

No 

Yes 

Yes 

No 



PUNXSUTAWNEY BORO SEWAGE TREATMENT PLANT 

mmsmAW/tm/mm mm fpswiH fto 

PA0020346 

342 WATER STREET EXT 

PUNXSUTAWNEY 

PA 

15767 

NWRO 

No 

Yes 

No 

No 

NOT Accepting Oil & Gas Wastewater 


BROCKWAY AREA WASTEWATER TREATMENT PLANT 

CNTY 

PA0028428 

70 INDUSTRIAL PARK 

BROCKWAY 

PA 

15824 

NWRO 

No 

Yes 

Yes 

No 



FLUID RECOVERY SERVICE ROUSEVILLE FACILITY 

FLUID RECOVERY SERVICES LLC 

PA0263516 

587 SR 8 

OIL CITY 

PA 


NWRO 

Yes 

No 



Facility not yet built. No WQM Part II permit application submitted. 


TITUSVILLE WWTP 

TITUSVILLE WWTP 

PA0036650 


Titusville 

PA 

16354 

NWRO 

Yes 

Yes 

Yes 

No 

Receives conventional O&G indirectly throuah GCI Water Solutions. LLC 
pretreatment facility 


BRADFORD STP 

BRADFORD STP 

PA0026379 

350 High Street 

Bradford 

PA 

16701 

NWRO 

Yes 

Yes 

Yes 

No 

Receives conventional O&G indirectly through Advanced Water Systems, 

LLC pretreatment facility 


NEW CASTLE CITY SANI AUTH LAWRENCE CNTY 

NEW CASTLE WWTP 

PA0027511 

512 MONTGOMERY AVE 

NEW CASTLE 

PA 

16101- 

3815 

NWRO 

No 

Yes 

No 

No 

Not directly accepting O&G wastewater. Covanta is an industrial user that 
has historically accepted O&G wastewater and discharged to New Castle, 
but not currently accepting. 


ADVANCED DSPL SVC GREENTREE LDFL LLC 

ADVANCED DSPL SVC GREENTREE LDFL 

PA0103446 

635 TOBY RD 

KERSEY 

PA 

15846 

NWRO 

Yes 

Yes 

No 

No 

CWT but no longer accepts O&G wastewater. 


MAHONING TWP WWTP 

MAHONING TWP WWTP 

PA0240095 

US RTE 224 PO BOX 99 

HILLSVILLE 

PA 

16132 

NWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from Carbon 
Limestone Landfill - BFI with well drilling waste 


SENECA LDFL INC 

SENECA LDFL 

PA0210196 

421 HARTMANN RD 

EVANS CITY 

PA 


NWRO 

Yes 

Yes 

No 

No 

CWT but no longer accepts O&G wastewater. 


CREEKSIDE TREATMENT FACILITY 

FLUID RECOVERY SERVICES LLC 

PA0095443 

5035 ROUTE 110 WEST, PO 
BOX 232 

CREEKSIDE 

PA 

15732 

NWRO 

Yes 

Yes 

No 

No 



CREEKSIDE MUSHROOM TREATMENT FACILITY 

CREEKSIDE MUSHROOMS LTD 

PA0093149 

ONE MOONLIGHT DR 

WORTHINGTON 

PA 

16262- 

9730 

NWRO 

No 

Yes 

No 

No 

Not a CWT, treats on-site wastewater. 


CAES AT PINEY CREEK POWER PLANT 


PA0103632 

(CANCELLED) 

428 POWER LN 

CLARION 

PA 


NWRO 

No 

No 

No 

No 

NPDES PERMIT cancelled. WQM permits remain with the facility anticipating 
the sale and transfer of the facilities to a new operator (New NPDES permit 
will be required at that time). 


FLUID RECOVERY SERVICE JOSEPHINE FACILITY 

FLUID RECOVERY SERVICES LLC 

PA0095273 

931 BELLS MILLS ROAD 

JOSEPHINE 

PA 

15750 

NWRO 

Yes 

Yes 

Yes 

No 



CROOKED CREEK TRTMT FAC 

CNX GAS CO LLC 

PA0253588 

184 WALNUT DRIVE 

SHELOCTA 

PA 

15774 

NWRO 

No 

Yes 

No 

No 

Not a CWT. Facility is treating coal bed methane (waste is piped to 
treatment facility from wells) 


MCKEESPORT SEWAGE TREATMENT PLANT 

MCKEESPORT CITY MUNI AUTH ALLEGHENY 
CNTY 

PA0026913 

100 ATLANTIC AVE 

MCKEESPORT 

PA 

15132 

SWRO 

No 

Yes 

No 

No 



DORNICK PT SEWAGE TREATMENT PLANT 

JOHNSTOWN REDEVELOPMENT AUTH 

PA0026034 

241 ASPHALT ROAD 

JOHNSTOWN 

PA 

15906 

SWRO 

No 

Yes 

No 

No 



ALCOSAN WOODS RUN WWTP 

ALLEGHENY CO SAN AUTH (ALCOSAN) 

PA0025984 





SWRO 

No 

Yes 

No 

No 

Accepts O&G WW directly, new EPA def may make it unconventional. Also 
accepts landfill leachate with well drilling waste from Monroeville Landfill. 


TUNNELTON LIQUIDS TREATMENT FACILITY 

TUNNELTON LIQUIDS CO 

PA0091472 

671 HOGUE DRIVE 

SALTSBURG 

PA 

15681 

SWRO 

No 

No 



Facility is closed 


HOWARD TREATMENT FACILITY 

KEYROCK ENERGY LLC 

PA0206075 

2130 CAMPBELLS MILLS 
ROAD 

BLAIRSVILLE 

PA 

15717 

SWRO 

No 

Yes 

No 

No 

Not a CWT. Facility is treating coal bed methane (waste is piped to 
treatment facility from wells) 


RESERVED ENV SVC WASTE WATER TREATMENT 
FACILITY 

RESERVED ENVIRONMENTAL SERVICES LLC 

PA0254185 

1119 OLD STATE ROUTE 
119 

MOUNT PLEASANT 

PA 

15666 

SWRO 

Yes 

Yes 

Yes 

Yes 

Facility has never dicharged. 


EAST WASHINGTON JA STP 

EAST WASHINGTON JA STP 

PA0026212 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from Arden 
Landfill with well drilling waste 


UNIONTOWN STP 

UNIONTOWN STP 

PA0027219 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from 
Chestnut Valley Landfill with well drilling waste 


MAWC - NEW STANTON STP 

MAWC - NEW STANTON STP 

PA0038181 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from 
Greenridge Reclamation Landfill with well drilling waste 


MOON TWP MA STP 

MOON TWP MA STP 

PA0205991 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from 

Imperial Landfill with well drilling waste 


ELIZABETH BORO WWTP 

ELIZABETH BORO WWTP 

PA0028436 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from Kelly 
Run Sanitation Landfill with well drilling waste 

httDs://ww\ 

JOHNSTOWN STP 

JOHNSTOWN STP 

PA0026034 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from Laurel 
Highland Landfill and Shade Landfill with well drilling waste 


PINEY FORK STP 

PINEY FORK STP 

PA0027618 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from South 
Hills Landfill with well drilling waste 

httD://files. 

SCI LAUREL HIGHLANDS STP 

SCI LAUREL HIGHLANDS STP 

PA0030406 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from 
Mostoller Landfill with well drilling waste 


BELLE VERNON STP 

BELLE VERNON STP 

PA0092355 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from Tervita 
Sanitary Landfill with well drilling waste 

httD://files. 

WWMA STP 

WWMA STP 

PA0027570 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from Valley 
Landfill with well drilling waste 

httD://files. 

CHARLEROI WWTP 

CHARLEROI WWTP 

PA0026891 





SWRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate from Mon 
Valley Landfill with well drilling waste 

httD://files. 

FLUID RECOVERY SERVICES LLC 

FLUID RECOVERY SERVICES LLC 

PA0275883 

5124 State Route 92 

Kingsley 

PA 

18826 

NERO 

Yes 

No 



Proposed - intends to accept both conventional and unconventional O&G 
wastewater 


CLEARFIELD MUNICIPAL SEWAGE TREATMENT PLANT 

CLEARFIELD MUNI AUTH CLEARFIELD CNTY 

PA0026310 

LEONARD ST EXTENSION 

CLEARFIELD 

PA 

16830 

NCRO 

No 

Yes 

No 

No 



SUNBURY GENERATION WASTE WATER TRMT FAC 

SUNBURY GENERATION LP 

PA0008451 

2384 NORTH OLD TRAIL 
ROAD 

SHAMOKIN DAM 

PA 


NCRO 

Yes 

No 



Inactive and decommissioned 


JERSEY SHORE BOROUGH SEWAGE TREATMENT 
PLANT 

TIADAGHTON VALLEY MUNI AUTH 

PA0028665 

265 N PENNSYLVANIA AVE 

JERSEY SHORE 

PA 

17740 

NCRO 

No 

Yes 

No 

No 



WILLIAMSPORT SAN AUTH CENTRAL STP 

WILLIAMSPORT SANI AUTH LYCOMING CNTY 

PA0027057 

601 E JEFFERSON LANE 

WILLIAMSPORT 

PA 

17701- 

5340 

NCRO 

No 

Yes 

No 

Yes 

Is accepting pretreated wastewater from Eureka Resources 


JJ BUCHER PRODUCING CORP 

JJ BUCHER PRODUCING CORP 

PA0112623 

2568 Bells Run Road 

Shinglehouse 

PA 

16748 

NCRO 

Yes 

Yes 

Yes 

No 



HYDRO RECOVERY - BRADFORD LP 

HYDRO RECOVERY - BRADFORD LP 

PA0232823 

1975 Waddle Road 

State College 

PA 

16803 

NCRO 

Yes 

Yes 

Yes 

Yes 



EUREKA RESOURCES LLC 

EUREKA RESOURCES LLC 

PA0232351 

451 Pine Street 

Williamsport 

PA 

17701 

NCRO 

Yes 

Yes 

Yes 

Yes 



MILTON REGIONAL SEWER AUTHORITY 

MILTON REGIONAL SEWER AUTHORITY 

PA0020273 





NCRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate with well 
drilling waste from various landfills 

httD://files. 

KELLY TOWNSHIP MA 

KELLY TOWNSHIP MA 

PA0028681 





NCRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate with well 
drilling waste from various landfills 

httD://files. 

MILLVILLE BOROUGH 

MILLVILLE BOROUGH 

PA0024091 





NCRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate with well 
drilling waste from White Pines Landfill 

httD://files. 

PINE CREEK MUNICIPAL AUTHORITY 

PINE CREEK MUNI AUTH CLINTON CNTY 

PA0027553 





NCRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate that has 

O&G waste disposed of at Wayne Township Landfill 

httD://files. 

BRADFORD CNTY MANOR 

Bradford County 

PA0033502 





NCRO 

No 

Yes 

No 

No 

Does not accept O&G WW directly, but accepts landfill leachate that has 

O&G waste disposed of at Northern Tier Solid Waste Authority Landfill 

httD://files. 


Design Designatio 
flow (mgd) n 


0.36 Minor Sewage Facility >=0.05 and 


250 Major Sewage Facility with CSO 


9.77 Major Sewage Facility >=5 MGD. 

9.4 Major Sewage Facility >=5 MGD. 

7.2 Major Sewage Facility >=5 MGD 
0.071 Minor IW Facility without ELG. 

1.2 

12 Major Sewage Facility >=5 MGD 
4.92 Major Sewage Facility >=1 and 
0.5 Minor Sewage Facility >=0.05 and 
0.95 Minor Sewage Facility >=0.05 and 

4.4 Major Sewage Facility >=1 and 

3 Major Sewage Facility with CSO https://s3.amazonaws.com/proDublica/assets/mononaahela/Sianed%20Charleroi%20STP%20Qrder.Ddf 


4.25 Major Sewage Facility >=1 and 
3.75 Major Sewage Facility >=1 and 
0.3 Minor Sewage Facility >=0.05 and 
1.6 Major Sewage Facility >=1 and 
0.075 Minor Sewage Facility >=0.05 and 


Yellow highlight = receives leachate from landfill(s) 
accepting O&G wastes 









































































